Cathedral  of  St.  John  the  Divine  located  between 
Cathedral  Parkway  and  113th  Street  from  Am- 
sterdam Avenue  to  Morningside  Drive,  is  the  lar- 
gest Gothic  Cathedral  in  the  world. 


E-13482 


PLACE 
STAMP 


POST  CARD 


